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MEMORANDUM FOR: Chief, Medical staff 7 25X1A 


SUBJECT 1 Procurement of Medical Supplics 


that they will be funded for by the PP Staff. 
2. The DG/S han concurred in this project. Therefore, you 


are authorised to procure those stocks necessary to ueet the medical 
aspecte of the progren. 


(signed) H. Gates Lloyd 


H. GATES LIOID 
Acting Deputy Director 
(Support) 
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: FOLD HERE TO RETURN TO SENDER 


FROM: NAME, ADDRESS AND PHONE NO. 
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